waiGlaLs ONLY - 


CLAS PIOATION. get GonThun - Jabs 
« % Approved For pele SHOT stay ChaARENEY ooss7RdgBBORI 241 
ied INFORMATION REPORT co no. 2exia | Ay 
er 


PME her eg ap DATE DISTR. 22 aug 61 
NO. OF PAGES 1 


SOCNTRY Rumania 


SUBJECT 1. Underground Fuel storage Tanks at 
Merisani 

oe 2. New High Tension Line 

PLACE oe NO. OF ENCLS. 

ACQUIRED (LISTED BELOW) 


DATE. OF 
INFO, 


20X14 oe SUPPLEMENT TO 
. REPORT NO. 


25X1X 1, About 14 kilometers from Pitesti, on the Pitesti-~Curtea de Arges railroad 
' dine several fuel storage tanks are located, These tanks are located about 
200 meters from the Merisani railroad station, near a sidetrack about 20 
meters from the main line. The vertical pipes over the tanks are used to 
unload the fuel from the tank cars, Military convoys frequently refuel 


here. 


A new 10,000 volt electric line is being built from Moroeni to Sinaia and 
Valea Larga and is to be connected to the Sibin-Bucharest line. * a cong 
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